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CRC, 2/13/2003 


JOURNAL 

OFFICE OF LEGISLATIVE COUNSEL 
Monday - 17 August 1970 


EXTRACT 


”1. (Unclassified - GLC) Talked with Jack Matteson, Representa- 
tive Moss' Subcommittee on Foreign Operations and Government Information 
staff, about their current survey on the use of telephone monitoring 
equipment. In response to my question as to whether we could avoid 
inserting the Agency’s response in the record, Matteson referred to the 
procedure utilized in 1961 in which our response was printed in the 
Committee report and said he thought a change in the procedure at this 
point would raise more questions than would occur if the letter was printed. 

I told him if we had any further problems on this I would be back in touch 
with him. " 


M 

I 25X1 A9A 

Acting Legislative Counsel 


EXTRACT 


UL o 1 J r B B 8 


Approved For Release 2003/1 


DP78-04995A0001 00070001 -7 



